Optum Global Solutions 
(Philippines) Inc. 


O tum 1st to 4th Floors Science Hub 
Tower 3, Blk 38 Campus Ave. 
corner Turin St., McKinley Hill, 


Fort Bonifacio, Taguig City 
Metro Manila 1634 


optum.com 
CERTIFICATE OF EMPLOYMENT 
Date:March 20, 2024 


This is to certify that MIA FAY ORILLA OPLIMO (001312101) is an employee of Optum Global Solutions (Philippines), Inc. 
under UnitedHealth Group ("Company"),since 06 Dec 2017. Employee is currently working as Cust Service Rep. 


Our offices are located at: 
1/F-4/F Science Hub Tower 3, ||1/F-4/F Building N, Central 12th, 14th-17th Floors, Vector 


Blk 38 Campus Ave. cor. Turin ||Avenue UP AyalaLand 7/F-9/F Calyx Centre, Cebu IT |/Three Building, Northgate 
St., McKinley Hill, Fort TechnoHub Diliman, Quezon Park, Apas Cebu City 6000 Cyber Zone, Filinvest City, 
Bonifacio, Taguig City 1634 City 1101 Alabang, Muntinlupa City 1781 


This certification is being issued upon the request of MIA FAY ORILLA OPLIMO for Reference purposes or whatever legal 
purposes it may serve. 


Certified true and correct: 


CABAGNOT, MICHELLE KIBLATAIN 


Associate Director - Payroll/Ops 


For employment verification requests, please send an email to our Employee Center at apachrd_phl@uhg.com 
You may also call (02) 8588-5300 from Monday to Friday 2PM — 5PM if phone verification is mandatory. 


This is a system generated letter and hence does not require wet ink signature. 
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